Date: Fri, 21 Oct 94 04:30:36 PDT 

From: Ham-Equip Mailing List and Newsgroup <ham-equip@ucsd.edu> 
Errors-To: Ham-Equip-Errors@UCSD.Edu 

Reply-To: Ham-Equip@UCSD.Edu 

Precedence: List 

Subject: Ham-Equip Digest V94 #385 

To: Ham-Equip 


Ham-Equip Digest Fri, 21 Oct 94 Volume 94 : Issue 385 


Today's Topics: 
AEA DSP2232 Mailing List 


Send Replies or notes for publication to: <Ham-Equip@UCSD.Edu> 
Send subscription requests to: <Ham-Equip-REQUEST@UCSD.Edu> 
Problems you can't solve otherwise to brian@ucsd.edu. 


Archives of past issues of the Ham-Equip Digest are available 
(by FTP only) from UCSD.Edu in directory "mailarchives/ham-equip". 


We trust that readers are intelligent enough to realize that all text 
herein consists of personal comments and does not represent the official 
policies or positions of any party. Your mileage may vary. So there. 


Date: 20 Oct 1994 00:01:02 +0100 
From: RMI Aachen <xrmi-aachen@rmi.de> 
Subject: AEA DSP2232 Mailing List 


If you are interested in exchanging information on the 
AEA DSP 2232 - Digital Signal Processing Multi-Mode Data Controller 


you are invited to join our Mailing list (started on May 12, 1994). 
Please subscribe by sending a Mail to 


dsp2232-request@rmi.de [or dsp2232-request@Aachen. Germany .EU.net] 
with the subject: "subscribe" 


If you would like to share your experiences of knowledge on the 
unit, write your contributions to 


dsp2232@rmi.de [or dsp2232@Aachen.Germany.EU.net]. 


Date: 21 Oct 1994 12:58:27 +1000 
From: dave@eram.esi.com.au (Dave Horsfall) 


References<37tr88$292@sulawesi.lerc.nasa.gov> <782593738snz@g8sjp.demon.co.uk>, 
<384f£js$3pn@hp-col.col.hp.com> 
Subject: Re: Alinco 6M FM 


In article <384f£js$3pn@hp-col.col.hp.com>, 
bobw@col.hp.com (Bob Witte) writes: 


| Remember this is an FM only rig... although I find 10 watts kind of puny 
| for SSB work, it gets even more marginal for FM. With most 2M FM rigs 
| running 30 to 50 watts these days, 10 seems kind of small. 


Don't a lot of European countries limit 6m to 10 watts to prevent TVI? 


Dave Horsfall (VK2KFU) | dave@esi.com.au | VK2KFU @ VK2AAB.NSW.AUS.OC | PGP 2.6 
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